Don Duckworth 


From: Jim Kennedy [Jim.Kennedy@lacity.org] 

Sent: Tuesday, January 12, 2010 1:20 PM 

To: dd@altrionet.com; John Ruhlen 

Subject: Fwd: Re: Street Lights on Sepulveda Blvd in DowntownWestchester 


All is good as far as I know. 

I haven't heard from yall about DWP and the failure to cross Sepulveda. 
Is there any follow up with that? 

Best, 

Jim 


Jim Kennedy, Field Deputy 

Councilman Bill Rosendahl - 11th District, Los Angeles City Council Westchester District 
Office 

7166 W. Manchester Ave., Los Angeles, CA 90045 

Tel: (310) 568-8772 Fax: (310) 410-3946 E-Mail: jim.kennedy@lacity.org 


»> Jeff Ziliotto 1/12/2010 7 :47 AM »> 

Hello Jim, 

This request for a light outage was repaired last night. We have made the necessary 
repairs to the service feed point. All of the lights were operating normally. 


Thanks, 


Jeffrey Ziliotto 
Assistant Division Manager 
Field Operations Division 
PW/Bureau of Street Lighting 
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